ST.  JAMES  CATHOLIC  CHURCH 

Manchester,  Conn. 
Dedicated  August  20,  1876. 

Anscochrome  by  Bill  Forcht 
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POcST  CARD 


Pub.  by  NATCO,  Natural  Color  Cards  Co., 

Ridgrefleld  Park,  N.  J. 
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